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A new way of railing Water ; by Dr. Papin, Fel* 
low of tke Royal Society. 

Aving ken it pra&ifed feverail times, that after 
_ the Difcovery of forne new Problem, the Inventor 
propounds it as a Riddle, to ftir up thofe that are in- 
genious in the fame kind of learning, and make them 
find fometimes better things then what is propounded : 
I have thought I might do the feme, with a way for raij- 
ing water, which I think furely to be new, fince it is not 
uied in confiderable occafions where it might be of great 
advantage. 

A A. Is a great Giafs made like a Tumbler, but much 
bigger, and laid upon the Chimney board B B. 

CG. -Is the Engine like a fmaii Rock, that dothcon- 
ftantly fpout out water by the two holes DD: this 
Rock is kept at a diftance from the bottom of Che Giafs 
A A: fo that it may plainly be feen that it cannot re- 
ceive any water by fubterranealTubes. 

EE. Is a factitious Gorall reaching from the Center 
of the Rock CC. to the Center of the Grown F F. 

FF. Is a Crown bearing upon the Aperture of the 
Giafs A A. and holding the Rock CC. fufpended at a 
confiderable diftance from the bottom. 

GG+ AGlafsopenatbothends applyed to the Rock 
£C to keep the water upon it from falling down. 

HH. Two fhells to receive the water from the Jetto's. 

I would have brought this Engine hither, but it is lo 
apt to be fpoiled, by carrying to and fro, that I hope 
the 7^. S. will pardon me, if I keep it at my lodging, 
where it may be feen at any time: and if they be pleafed 
to appoint fome that may come, and releafe one ano- 
ther, to watch it a whole day, and fee whether it will 
not run conftantly, nor loole any thing of its ftrength ** 
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t hope that the learned in Hydroftaticks, being by thefe 
means aflured of the poffibility of fuch a Motion, will be 
the more ready to think of it, and find perhaps fome- 
thing better then this. Batif no body doth it, I will my 
felf within fome months, publilh this contrivance, with 
the ufes it may be applied to. 

According to the Inventors defire the %oyal Society 
order'd that the thing fhould be obferved: the Ingenious 
Mr. Hool^ faw it for near half an hour , there being 
other perfons to obferve it longer, who watch't it about 
four hours together, during which time there fprung out 
of the Rock CC. above a hundred times more water, 
then a veflel of the fame bignefs could hold : fo that 
they went away not doubting but the water did circulate 
in the faid Engin, and might continue a great deal 
longer, fince it did run ftill as conftantly and as high as at 
their firft coming; and the Honorable Mr. Boyl, know- 
ins the whole contrivance of the Engine, affures, that 
it may continue for a whole day and more s and thinks 
it worth to be left for fame time, to the enquiry of 
Ingenious men. 
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